Paul  Davis 
EnviroLogic  Inc. 

736  Main  Street,  Suite  5 
Durango,  Colorado  81301-8621 

Fax:  505-286-8438 
US  cell:  505-688-6053 
UK  cell:  447405178232 
Email:  p davis@enviroloqicinc.com 
Website:  www.EnviroLoqiclnc.com 
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